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This is to > certify that 
ANAND PRABHAKAR 


Participated and successfully completed TEQIP-III Sponsored one week 
Workshop 
on 
“Automation and Robotics in Construction (ARC-2021)” 
conducted by Department of Civil & Production Engineering 
during March 15-19", 2021 
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